EXPERIMENTAL   SCIENCE.
CHAPTER   XV.
F H <) TO i; K A r II V,
Probably no branch of applied science is s all classes of people? as that of photographv. practiced by professionals and amateurs w
degrees of skill, varying from that which can j: a recognizable shadow to that which is capable results little short of perfection,
A great deal depends upon manipulative %ki depends upon the apparatus, and, while a c;t quality is indispensable, the best instrument oi not compensate for carelessness nor tor lack judgment required in many of the operutioi graphy.
Since the introduction of the dry plate, the its accessories, together with a lew pans am glasses, constitute the outfit with which the o; carried on.
The lens is a vital part of the outfit. I selected with more regard for its quality than t
While photographs can be taken with ;i compound achromatic lens is very desirable many kinds of lenses in use; those having a wi short focus, employed for photographing bill views, near objects and interiors, and those o angle and longer focus, adapted for views hav;eceive the wrought iron hinges by which t attached. To attach the hinges, the pin is first t; one-half of the hinge is then attached to the i< other half to the hub, M, when the pin is replace<
